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[AGA SU Redesignation of COR 
DIN Contract Div SSD, 902d MI Gp 13 dul 8&3 
ATTN: AFZI-DI-C (CPT Newell) ATTN: IAGPA-F-SD 


Bldg P 2234 
Ft Meade, MO 20755 


1. Request the following change of COR be made effective 11 Jul 83: 


Remove: LTC Robert J. Jachim 
Ft Meade, MD 20755 


Designates Frederick H. Atwater 
Ft Meade, ND 20755 


Z. POC Ehis office is CPT Thomas McNear, ext. 2656. 


nl 
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ROBERT J, JACHIN 
LTc, MI 
Chicf, SSPO 


Approved For Release 2000/08/08 : CIA-RDP96-00788R001500120013-0 


